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FOREWORD 



YARDLEY'S SCREENS 

T WENTY-SIX years in the manufacture of Door and 
Window Screens makes it possible for us to serve you 
with the results attained in an experience of that length 
of time. Our eyery effort has always been to give our 
customer the best that his money can buy. How well we have 
succeeded is attested by the fact that we have again been 
compelled to enlarge our facilities by the construction of a 
large addition to our modern factory building, the equipment 
of which is perfect in every detail. 

Our work is all made to order, and we manufacture no 
cheap stock goods. 



Linotyped and Printed l>y 
THE EDWARD T. MILLER CO. 
ColumhiiM, Ohio 



OUR LINE 
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“ Everything in Screens and Weather Strips 
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WINDOW SCREENS 



DIRECTIONS FOR MEASURING WINDOWS 

















* . 
























J » 





Measure from top of lower sill to bottom of glass in upper sash 



Measure from blind stop to blind stop. ^ Lo»erS«h 

^ Upper Sash 
Blind Stop 

We invariably recommend that all window screens be put 
outside of windows. 

Screen looks best painted the color of the sash. In ordering 
always give the color desired for the woodwork. 




8 



YARDLEY 



THE GUIDES 




Our screens are all made }4-inch smaller in width than 
opening. Each screen is grooved on one side with a ^6-inch 
groove in which is fitted two clock steel springs that hold the 
window in place and yet permit its free action in sliding up 




and down. This permits the use of the screen on the upper 
and lower sash at will. The guides are permanent and should 
never be removed. To remove the screen simply press toward 
the deep grooved side and slip out. Duplicate raised metal 
numbers are furnished for each screen and sash. 




YARDLEY 
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SCREEN DOORS 



HOW THEY ARE MADE 

We use nothing but thoroughly dried lumber 1^-inch thick, 
mortised and tenoned and glued together. 

All doors are given two coats of paint and one coat of 
varnish, unless natural wood finish is desired, which requires 
filling, rubbing and varnishing. 




Mortise Screen Door Lock 
(Outside) 




Mortise Screen Door Lock 
(Inside) 



HOW TO MEASURE FOR SCREEN DOORS 

Always measure the same in a frame as in a brick building, 
which is from jamb to jamb. It is advisable to measure at 
the bottom, center and top of frame, as they frequently vary 
from l /s to y 2 inch. If jamb has a Rabbet of \y& or more 
measure it Rabbet. 

Always give widest measurement. 

When the transom is stationary, measure to the top of tran- 
som bar; when transom swings, measure from sill to the 
bottom of upper jamb. 
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When the opening is over eight feet in height it is the best 
to make door and transom separate. The door should be 
made same height as residence door, balance of opening to 
be filled with the transom. 



HARDWARE 

In regard to hardware, we carry in stock the best grades 
of hinges, pulls, locks, catches, springs, and air checks. 



WIRE CARRIED IN STOCK 

14-mesh painted and 14-mesh diamond or galvanized wire; 
12-mesh heavy. 

14-16-mesh Pearl. 

14-16-mesh copper bronze. 

14-mesh galvanized wire enameled black. 




The Larimer Screen Door Check 



This check is designed especially for use on the better class 
of screen doors and for inside dwelling-house doors. They are 
simple in construction, easily applied, easily adjusted and will 
handle any door up to four feet in width. 

They are the best adapted screen door check and spring on 
the market, as they are applied to inside of screen door, and 
only occupy a space of 2 l / 2 inches in width. 

Fully guaranteed in every respect. 



YARDLEY 
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Standard Door, Style No. 15. Made in any wood 
or finishes desired. 




YARDLEY 
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Standard Door, Style No. 25. Made in any wood 
or finishes desired. 
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Standard Door, Style No. 35. Made in any wood 
or finishes desired. 
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CIN-MAN-CO. METAL FRAME FLY SCREENS 




RUSTLESS AND REWIREABLE 



The latest and most improved Metal Frame Fly Screen on 
the market. The only metal frame fly screen that may easily 
be taken apart and rewired at your own home. Made to order, 
any size or finish desired. Frames made of either Copper or 
Galvanized Steel Japanned, filled with 14-mesh bronze wire 
cloth or aluminum coated rustless 14-mesh wire cloth. These 
screens are strong and ornamental, and with proper care will 
last a life-time; will not warp, shrink or swell. Fully covered 
by letters patent. Let us quote you prices. 




NOTE the Improved Spring, 
easily replaced; Open Rivets, 
easily removed; Improved Di- 
rect Lift, out of the way. 



Wire cloth held by 
rounded corners, will 
not cut the cloth. 
Frame makes a per- 
fect water-shed. 



YARDLEY 
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WEATHER STRIPS 

THE YARDLEY SPRING METAL WEATHER STRIPS 

Would you like to save from twenty to forty per cent in 
the cost of heating your house or office? 

Would you like to make your housekeeping easy and add 
to the comfort of your home? 

Do you wish to keep out the Wind, Soot, Dust, and Cold? 

If you do, then have your residence or office equipped with 




THE YARDLEY SPRING METAL WEATHER STRIP. 

The longer it is used, the better it gets. The first cost is 
the only bill you have to pay. It will last as long as the house. 
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Half section of sliding sash, showing Yardley Metal Weather 
Strip equipment. 



w 
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THE YARDLEY METAL WEATHER STRIP 
Is the greatest fuel saver on the market. 




THE YARDLEY METAL MEETING RAIL 

The only device that perfectly protects the part of windows 
which usually require the most protection. 





No. 6 — For Closing Joints 
between Upper and 
Lower Sash. 




Weather Strips exclude Cold, Dust and Rain, Prevent Windows 
from Rattling, and Reduce Coal, Gas and Doctor’s Bills. 



TESTIMONIALS 



“ Our Customers Are Our Best Advertisers’’ 




* 
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RESIDENCE OF HOWARD C. PARK. 

Stribling & Lum, Architects. 

TESTIMONIALS FROM COLUMBUS 

MERCHANTS’ AND MANUFACTURERS’ BANK 
Columbus, Ohio 

Gentlemen — I wish to express to you my entire satisfaction 
with the equipment of weather strips which you placed in my 
residence at 875 Bryden Road, and to assure you that the 
strip does all that you claim for it in keeping dust, soot and 
cold air out of the rooms. 

During the recent cold snap I was enabled to keep the house 
more comfortable and with less fuel than had ever been the 
case before. I believe it to be the best weather strip I have 
ever seen. Yours respectfully, Howard C. Park. 



THE HOME OF PHI KAPPA PSI FRATERNITY 
Erected by Alfred Linton. Dawson & Holbrook, Architects. 

Screens and Metal Weather Strips furnished by Yardley. 
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RESIDENCE OF CONRAD BORN. 
H. A. Linthwaite, Architect. 



OFFICE OF BORN & COMPANY 
Capital Brewery, Columbus, O. 

Gentlemen — Mrs. Born and I take great pleasure in recom- 
mending your Metal Weather Strip, with which you have 
equipped the windows of our residence. No matter how 
severe the storm, the windows do not rattle or admit dust 
and soot. Consequently keeping curtains and draperies 
cleanly. It is the best Weather Strip made. 

Very truly yours, Conrad Born. 




RESIDENCE OF DENNIS KELLEY, Columbus, Ohio. 
Riebel & Sons, Architects, Columbus, Ohio. 



Yardley furnished Metal Weather Strips. 





YARDLEY 



25 





HARTMAN BUILDING. 

Richards, McCarty & Bulford, Architects. 



HARTMAN HOTEL, Columbus, Ohio. 

Metal Weather Stripping furnished for both of the above 
buildings by Yardley. 
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RESIDENCE OF FRED LAZARUS. 
H. A. Linthwaite, Architect. 



Columbus, Ohio, Oct. 23, 1908. 

Gentlemen — I used, in the home which I built three years 
ago, Chamberlin’s Metal weather strip and am very much 
pleased with it and can cheerfully recommend it; in fact, I 
would not built a house and omit it. 

Very truly yours, Fred Lazarus. 




RESIDENCE OF R. A. JOHNSON, Columbus, Ohio. 
C. I. Inscho, Architect, Columbus, Ohio. 



Screens and Metal Weather Strips installed by Yardley. 
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HAWKES HOSPITAL OF MT. CARMEL 

Columbus, Ohio, Oct. 14, 1901. 

Gentlemen — About a year ago we had your company equip 
fifty windows with your weather strip, and it worked so satis- 
factorily that we have just had the balance fitted out with the 
same. This makes a total of three hundred windows, and our 
patients are highly gratified because the windows do not rattle 
or admit soot, dust or cold air. Our experience shows that 
the strip is a great fuel saver, and we most hearily endorse it 
for both public and private buildings. 

You are at perfect liberty to use Mt. Carmel Hospital as a 
reference. Yours truly, Sister Superior. 



A FEW OF THE MANY USERS IN COLUMBUS, OHIO 



Board of Trade Building 
Evening Dispatch Building 
The New Hayden Building 
Wheeler Building 
Schultz Building 
Franklin County Infirmary 
Governor’s Office, Capitol 
Capital City Dairy Co. 
Medary Ave. School Bldg. 
Columbus State Hospital 
Institution for Deaf & Dumb 
Dr. Shepard’s Sanitarium 
Adjutant General’s Office 
Ohio Institution for the Blind 
Beck Street School Bldg. 
State School Commissioner’s 
Office 

Mine Inspector’s Office 
Public School Library Bldg. 
Chicago Ave. School Bldg. 
Hawkes Hospital of Mt. 
Carmel 

F. W. Prentiss 
Geo. A. Peters 
Dr. P. D. Schriner 
J. U. Gribben 
Fred Shedd 
Frank N. Brown 
Moses H. Neil 
A. J. Pembroke 
W. S. Courtright 
C. R. Mayers 
J. B. Hanna 
E. W. Hart 
Mrs. John M. Pugh 
P. L. Schneider 



Frank L. Packard 

G. W. Beatty 
R. E. Sheldon 
W. K. Lanman 
Frank C. McElroy 

Mrs. William Monypeny 
Wilbur Mills 
Dr. S. O. Griffin 
J. W. Dages 

H. M. Neil 

M. R. Patterson 
E. K. Stewart 
Fred Lazarus 
A. G. Pugh 
J. C. Snee 

D. W. McGrath 
Armor W. Sharp 
J. W. Bennett 
Mrs. N. Henry 

E. N. Huggins 
Kate B. Hayden 
Frank A. Davis 

F. C. Waddell 
O. A. B. Senter 
W. H. Thomas 
Judge E. B. Dillon 
Eugene Gray 

Dr. W. D. Hamilton 
J. S. Schneider 
H. C. Park 
Theodore Leonard 
F. S. Monnett 
C. H. Neil 
E. M. Mooar 
John Joyce 
Butler Sheldon 
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H. W. Lum 

N. A. Sims 
George Hardy 
C. Born 

A. D. Heffner 

E. J. Smith 
Jason McVey 

H. A. Linthwaite 
Dr. S. B. Hartman 
Judge Sam L. Black 
Dennis Kelly 

F. Everson Powell 
Horace L. Chapman 

B. L. Maynard 
Arlington Country Club 
Dr. T. W. Rankin 

Dr. J. E. Brown 
Mrs. Joseph H. Dunn 
W. E. Carpenter 

C. E. Richards 
Geo. H. Bulford 
David Riebel 

J. J. Stoddard 
Mrs. Jennie Tyler 
Geo. Lingo 
A. C. Harvey 
C. W. Moss 
Wm. Seidensticker 
S. P. Bush 
Edward Merkle 
F. L. Dean 
H. C. Werner 
Louis Lang 
M. S. Connors 

O. E. Gwinn 
C. C. Johnson 
Edward Johnson 
C. F. Hansberger 
W. O. Frohock 
Robert Wasserman 
J. W. Zilberman 



E. Kiesewetter 

L. F. Kiesewetter 
C. R. Martens 

E. M. Newman 
Robert Sheldon, Jr. 
Geo. K. Foster 

M. F. Wallach 

G. C. Scott 

J. Elmer Jones 

R. H. Jeffrey 

F. D. Chamberlin 
W. K. Field 

H. M. Daugherty 
E. M. Nicholas 
C. C. Winans 

E. M. Childs 
George Hoster 
Herman Hoster 

E. W. Hoster 

A. B. Peckingpaugh 

F. A. Davis 
L. P. Beechy 
W. W. Meek 

C .C. Williams 
Prof. F. C. Caldwell 
E. A. Cole 
C. W. Stuber 

E. L. Moon 
L. B. Deming 

Geo. J. Schoedinger 
Mrs. J. L. Trauger 
C. I. Linke 

C. W. Haldy 
Jos. Hamiel 
Dr. R. A. Kidd 
Max Morehouse 

S. Belden 

F. Blankner 
E. H. Giesy 

D. Krumm 

C. A. McCleary 



WE CAN REFER YOU TO MANY OTHERS. 



YARDLEY 
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SOME DAYTON TESTIMONIALS 



Dayton, Ohio, August 21, 1906. 

Gentlemen— Your favor at hand asking me how I liked the 
screens that you placed in my North Main St. Flat last sum- 
mer. I can cheerfully say that they are very satisfactory in 
every respect, and am very much pleased with same. When 
I am in need of any more screens I will correspond with you 
in regard to same. Yours very truly, 

The W. M. Whitmore Coal Co. 



Dayton, Ohio, August 21, 1906. 
Gentlemen — The screens with which you equipped my house 
last spring are working admirably and performing the service 
for which they were intended in a highly satisfactory manner. 
I cheerfully recommend them. Yours very truly, 

171 Lexington Avenue. T. A. Fravell. 



Dayton, Ohio, January 2, 1908. 
Gentlemen — The screens placed on my house by you last 
spring have proved very satisfactory, and should I have occa- 
sion to use more I certainly would give your firm the order. 
I shall be glad to recommend your screens to any one. 

Respectfully yours, 

139 Oxford Avenue. Ira H. Vogt. 



Dayton, Ohio, January 12, 1908. 
Gentlemen — Replying to your question of the 24th, all 
window and door screens furnished me fit perfectly, and are 
very easily removed. The finish matches the finish in the 
house and everything is as represented. 

You gave more for the money than I expected. 

Yours very truly, 

115 Yale Avenue. E. S. Cullen. 



Dayton, Ohio, August 17, 1906. 

Gentlemen — I hereby take pleasure in expressing my entire 
satisfaction with the fly door and window screens you put in 
my double brick house, No. 133 and 135 N. Central Avenue, 
Dayton View, this spring, and I heartily recommend them as 
being first class. Very respectfully, 

Geo. M. Lane. 



Dayton, Ohio, December 27, 1907. 
Gentlemen — The door and window screen I bought of you 
are very satisfactory. I remain, respectfully yours, 

J. R. DeWeese. 
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Dayton, Ohio, December 26, 1907. 

Gentlemen— I am pleased to say to you with regard to the 
screens you placed on my house last summer, that they are 
perfectly satisfactory in every way. You were entire strangers 
to me when I gave you my order, and I relied entirely on what 
others said about you. Should 1 need any more screens or 
weather strips I shall certainly come to you for them. I take 
pleasure in recommending your goods to others. 

Yours very truly, 

59 Oxford Avenue. E. Ellis. 



Dayton, Ohio, August 21, 1906. 

Gentlemen— The door and window screens furnished by 
you this last spring for my residence on West Fourth Street, 
in this city, have given entire satisfaction, your contract con- 
cerning the same having been promptly and faithfully complied 
with in all respects. Respectfully yours, 

W. D. McKemy. 



Dayton, Ohio, Nov. 26, 1912. 

Gentlemen— I desire to say that the copper and wooden 
frame screens furnished me three years since have given per- 
fect satisfaction. Your promise to give me a first-class job 
was fulfilled to the letter. Am especially pleased with the 



solid copper frame. 


Very truly, 

F. M. Compton. 


Some 


Other Dayton References. 


A. H. Opdyke 


O. Collison 


F. C. Allen 


F. P. Whitmore 


Mrs. L. Feight 


Thos. H. Smith 


P. W. Bolander 


Dr. W. S. Smith 


J. C. Durst 


J. C. Andrews 


C. E. Slaght 


Lon Conover 


M. S. Benn 


T. H. Cohurst 


J. A. Oneth 


W. H. Cassell 


D. C. DeVine 


S. A. Andrews 


Y. M. C. A. 


C. A. Funkhouser 


K. Hall 


Mrs. R. S. Fowler 


L. E. Tobias 


Geo. W. Grove 


Mrs. Henry Zwick 


L. B. George 


Antler Hotel 


W. M. Hess 


Wm. McCampbell 


Mrs. Laurs B. Houghton 


D. E. Beeghley 


E. T. Hockwalt 


H. T. Collins 


E. Grant Koontz 


W. H. Wampler 


T. A. Z. Kumler 


F. H. Hatfield 


C. E. Layton 


Thos. Callahan 


W. H. Kane 


Fowler Smith 


Miss Jennie Morton 


Mrs. L. Delscamp 


P. J. Myers 
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S. S. King 
J. H. Burbaker 
Wm. J. Aull 
H. J. Thompson 
C. E. Beaver 
Joseph Davies, Jr. 

F. J. Hall 
Thos. H. Smith 
J. H. Roberts 
B. Kuhns 
R. R. Chadwick 
Jacob Wysong 
John C. Eberhadt 
Steffen Bros. 

F. L. Fisher 
Al. S. Fox 
John Krug 

Miss Jennie L. Morton 
Dr. W. A. Gravett 



S. W. Layman 
A. G. Myer 
Jacob Madlinger 
Dr. Patterson 
C. E. Riley 
E. S. Reynolds 
Charles Shank 
Mrs. J. E. Soward 
Charles Shumacker 
J. M. Switzer 
Carl D. Vance 
J. P. Vance 
W. H. Wright 
Mrs. L. A. Wells 
W. O. Zering 
John Van-Demant 
W. H. Cassel 
Mrs. R. S. Fowler 




MIAMI UNIVERSITY, Oxford, Ohio. 

F. Li. Packard, Architect, Columbus, Ohio. 

MIAMI UNIVERSITY 

Oxford, Ohio, Nov. 18, 1912. 

Gentlemen — In reply to your inquiry of the 6th, we are 
mailing you under another cover today picture of the new 
women’s dormitory which has been equipped with the Yardley 
door and window screens. The hall has been in use only a 
short time, but we have every reason to believe that the 
window and door screens will give entire satisfaction. 

Assuring you that we appreciate the courtesies shown us 
in connection with the work, I am, yours very truly, 

W. P. Roudebush, 

The President’s Secretary. 
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THE PIQUA NATIONAL BANK 

Piqua, Ohio, Nov. 18, 1912. 

Gentlemen — Four years ago last spring my house was 
screened by your Company. Same has been perfectly satis- 
factory in every way. They look as good now as the day they 
were put on, and they have given me no trouble in any way. 
I never fail to recommend your screens to all my friends, for 
I know when they deal with you they will get complete satis- 
faction in every way. 

Wishing you the success which I believe you so richly 
deserve, I am, truly yours, G. H. Rundle. 



Piqua, Ohio, Oct. 23rd, 1912. 

Gentlemen — We have had absolutely no trouble with the 
screens with which you fully equipped my residence this year. 

I would be pleased to send you a photograph of the house 
providing I had one. I have not one at this time, and a picture 
taken at this time, with the leaves off the trees, would not 
appear very well. 

I remain, yours very truly, H. D. Hartley, 

Secy-Treas. The Pioneer Pole & Shaft Co. 



Piqua, Ohio, Nov. 12, 1912. 

Gentlemen — In answer to yours asking for a recommenda- 
tion, would say that the screens you shipped us were very 
satisfactory and that we are highly pleased with same. Every 
screen fits each window and door perfectly, and the porch 
screening is simply fine. I am very glad to be able to send 
this. Yours respectfully, C. E. Lynch. 



RESIDENCE OF G. H. RUNDLE, Piqua, Ohio. 
Marriott, Allen & Hall, Architects, Columbus, Ohio. 



YARDLEY 
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RESIDENCE OF CHAS. B. WING, Mechanicsburg, Ohio. 
J. A. Jones, Architect, Columbus, Ohio. 



THE WING SEED CO. 

Mechanicsburg, Ohio, Dec. 7, 1912. 
Gentlemen — We will send you a photograph, as requested. 
We have found your screens to be entirely satisfactory, and 
are pleased to recommend them to others. 

Sincerely, Chas. B. Wing. 



Marysville, Ohio, Nov. 11, 1912. 

Gentlemen — The screens which you installed in my resi- 
dence a little over a year ago have been entirely satisfactory 
and are very frequently commented on in a favorable manner. 
The workmanship is all that anyone could desire, and I will 
certainly take pleasure in recommending your work to my 
friends. Yours very truly, W. A. Sawyer. 



Others in Marysville are: R. L. Cameron and F. Z. Ballinger. 



Milford Center, Ohio, Oct. 24, 1912. 
Gentlemen — The screens and weather strips gives us perfect 
satisfaction. Yours respectfully, Cone Howard. 



Milford Center, Ohio, Oct. 26, 1912. 
To Whom It May Concern: 

This is to certify that I have used the Yardley screens in 
my residence and am well pleased with same. 

Very truly yours, 



J. Charles Gross. 
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RESIDENCE OF A. C. DAVIS. 

Hudson Avenue, Newark. 

TESTIMONIALS FROM NEWARK 



Gentlemen — Noting your inquiry of the 8th inst., as to the 
satisfaction given by door and window screens for my resi- 
dence, as furnished and fitted by you, I am glad to say that 
they are entirely satisfactory in every respect. As a bar to 
the “Fly pest” they are by far the most perfect, and effective, 
of any that I have ever used or seen. 

The material used in the manufacture of these screens, as 
well as the workmanship, both in making and fitting same, 
were all of the highest class. These facts, together with the 
principle upon which your screens apply and work, make them 
the most effective solution to the distracting problem of 
defense against flies that has ever come to my attention. I 
therefore take great pleasure in giving my fullest endorse- 
ment to your screens, and my highest recommendation of them 
to anyone wishing to have their homes made “Fly-proof.” 
Very truly yours, A. C. Davis. 



Other Newark References 



Miss M. Moore 
C. H. Traxler 
Dr. S. C. Priest 
J. E. Irwin 
W. M. Mazey 
C. H. Stimpson 

I. G. Burkham 
W. D. Weiant 

P. S. Bartholamew 
Advocate Office 
J. C. Campbell 

J. J. Carroll 
Roe Emerson 



Wm. Evans 
C. L. V. Holtz 
Frank D. Hall 
John W. Leidigh 
W. C. Miller 
Newark Arcade 
Newark Country Club 
C. H. Spencer 
Hotel Sherwood 
Wherele Realty Co. 

R. S. Wyeth 

W. S. Weiant & Son 

A. G. Wyeth 
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RESIDENCE OF A. H. HEISEY, Newark, Ohio. 
Howell & Thomas, Architects, Columbus, O. 



Newark, Ohio, October 31, 1912. 
Gentlemen — It gives me pleasure to bear testimony of the 
good work that your company did in installing screens and 
weather strips in my new house. Respectfully yours, 

A. H. Heisey. 



Centerburg, Ohio — F. R. Schadle, and W. Muxworthy. 



TESTIMONIALS FROM GRANVILLE 



Granville, Ohio, Sept. 20, 1908. 
Gentlemen— It gives me pleasure to state that the door and 
window screens that you furnished to us for our house were 
satisfactory in the highest degree. Yours very truly, 

C. L. Williams. 



Granville, Ohio, Sept. 20, 1908. 

Gentlemen— Yours of 18th at hand and in reply will say, 
the screens I bought of you two years ago for my entire house 
are in service yet and look as good as the day put in. They 
have given perfect satisfaction and I gladly recommend them 
to anyone. Yours very truly, F. H. Buxton. 



Other Granville References 



Charles Rhoads 
H. W. Deming 
J. D. Evans 
Prof. R. S. Caldwell 
W. A. Chamberlin 
H. P. Jones 



Missionary Children’s Home 

Mrs. M. Ogden 

J. C. Rose 

Carl Paige Wood 

R. D. Williams 
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MT. VERNON TESTIMONIALS 



Mt. Vernon, Ohio, Sept. 25, 1908. 

Gentlemen — I have been using your door and window 
screens for the past three years and have found them perfectly 
satisfactory. The screens are as good today as when placed 
on the building. If I had any buildings to screen I would 
surely purchase your goods and would recommend them to 
anyone desiring screens. Yours truly, E. W. Breece. 



Mt. Vernon, Ohio, Sept. 26, 1908. 

Gentlemen — In reply to your request I will say that your 
screens put in for me this spring are entirely satisfactory. I 
would like to know your prices on weather strips for outside 
doors and some windows. If prices could be made satisfactory 
I would have a number put in. Respectfully, 

521 Gambier Ave. Mrs. S. A. Gilliam. 



Mt. Vernon, Ohio, Sept. 23, 1908. 
To Whom It May Concern: 

This is to certify that I have had in use the Yardley window 
screens on my office and apartment building, corner Main and 
Chestnut Streets, for fourteen years. The same and the metal 
window strips on my Union Block, South Main Street, for four 
years, all of which have given me entire satisfaction. If I 
ever put up any more buildings Mr. Yardley will furnish me 
the screens and window strips. F. C. Larimore. 



Mt. Vernon, Ohio, October 5, 1908. 

Gentlemen — Replying to your favor of recent date, your 
firm, in the spring of 1902, screened my house. The work 
was entirely satisfactory in every way, and the screens are 
apparently as good as the day they were hung. 

I take pleasure in recommending anyone who is in the 
market for door and window screens to see your Company 
before buying. Yours very truly, Frank L. Beam. 



Mt. Vernon, Ohio, Sept. 24, 1908. 

Gentlemen — I desire to thank you for the excellent results 
obtained from your screening and weather-stripping my house. 
The work was done in the best possible manner and has given 
entire satisfaction, and I shall be glad to recommend your 
work to anyone desiring anything in the way of door and 
window screens and weather strips. 

Very respectfully yours, R. M. Greer. 



Mt. Vernon, Ohio, Sept. 21, 1908. 

Gentlemen — I write to say that the screens you put in my 
house something over a year ago have given excellent satis- 
faction. I commend your work to any who may be a prospec- 
tive purchaser of screens. Very truly yours, 

Fred S. McConnell. 



YARDLEY 



37 



Mt. Vernon, Ohio, Sept. 25, 1908. 

Gentlemen — Want to say to you that your screen work has 
been very satisfactory. Our porches have been a great com- 
fort to me, as I have slept on the upper one all the time the 
weather permitted, and it has added greatly to my comfort. 
The window screens are easily adjusted and at this time, after 
two years’ use, seem as good as new. Very truly yours, 

Ira Atwood. 



Other Mt. Vernon References 



P. J. Henegan 


A. J. Drogan 


H. C. Bostwick 


H. C. Devin 


A. G. Dodson 


Henman & Baker 


A. F. Stauffer 


Frances E. Dermandy 


Mt. Vernon Telephone Co. 


H. R. Farr 


Dr. C. G. Walker 


E. H. Forbing 


S. B. Church 


R. Goodale 


Charles Stevens 


H. H. Greer 


A. J. Solomon 


R. M. Greer 


West Vernon Land Co. 


G. H. Miller 


L. F. West 


Mrs. Frank Harper 


Banner Allen 


Mrs. R. C. Johnson 


I. E. Turben 


Knox Mutual Ins. Co. 


George Smithhisler 


Dr. Larimer 


L. L. Crum 


Mrs. Frances McGouch 


H. J. Shipley 


S. H. Isreal 


R. R. McIntyre 


R. Lewis 


H. S. Campbell 


Mt. Vernon Bridge Co. 


W. E. Sanderson 


Mrs. Charles Miller 


George Arndt 


Mrs. S. H. Peterson 


E. O. Arnold 


P. Perry 


Dan Bird 


F. S. Ringwalt Co. 


Bogardus & Co. 


Wilmot Sperry 


Gale Cooksey 


A. G. Simmons 


Walter C. Curtis 


A. Schippacassee 


F. Cole 


C. L. Wright 



Utica, Ohio, Oct. 22nd, 1912. 

Gentlemen — I am pleased to have an opportunity to com- 
pliment you on the satisfactory service I have had from 
screens furnished me some five years ago. The ease with 
which they are placed and removed is certainly a commendable 
feature. 

Your workmen have recently finished weather-stripping my 
residence and I believe it will be money well spent, although 
I have not yet had an opportunity to test their merits in 
extreme cold weather. Yours truly, O. C. Teague. 



The First National Bank, also of Utica, Ohio. 
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RESIDENCE OF LEVI J. BURGESS, Zanesville, Ohio. 
Howell & Thomas, Architects, Columbus, Ohio. 

ZANESVILLE TESTIMONIALS 



Zanesville, Ohio, Oct. 29, 1912. 

Gentlemen— You have helped greatly in making our new 
home comfortable in winter as well as in summer. The screens 
are splendid in quality and character and have been made so 
inconspicuous that one is scarcely aware of their presence. 
The weather stripping has proved to be all you claim for it, 
and the treatment of the casement windows (swinging both 
in and out) has kept out the cold quite as well as it has in 
the regulation sash window. Sincerely, 

1201 Blue Avenue. Levi J. Burgess. 



GOOD SAMARITAN HOSPITAL. 

Ashland Ave., Zanesville, Ohio. 

Gentlemen— The metal weather stripping which you have 
recently installed throughout our building is giving great 
satisfaction. It supplies a long-felt want and fully deserves 
our recommendation. Very respectfully, Mother Superior. 
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Zanesville, Ohio, Dec. 30, 1907. 

Gentlemen — The screens which you furnished for my office 
and residence last summer have given complete satisfaction. 
They are exactly as you represented and I am confident that 
anyone who possesses them would not exchange them for any 
other make. I am, very respectfully, 

Dr. C. M. Rambo. 



Zanesville, Ohio, Dec. 26, 1907. 
Gentlemen — Replying to your letter of the 24th inst., would 
say that the screen doors and windows with which you fitted 
my house last spring have proved entirely satisfactory. 

Yours very truly, Robt. J. King. 



Other Zanesville References. 



Dr. C. M. Lenhart 
J. C. Saner 
Dr. Baron 
John Fritz 



H. C. Myers 
W. W. Roach 
M. Resler 
Mrs. J. A. Swingle 



New Lexington, Ohio, Oct. 24, 1912. 
Gentlemen — I am well satisfied with the material used and 
the manner in which you screened my house. 

Very truly yours, William Johnson. 



T. J. Chadwick is also a reference at New Lexington. 
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RESIDENCE OF JUDGE E. M. WICKHAM, Delaware, Ohio. 
Marriott & Allen, Architects, Columbus, Ohio. 



FROM DELAWARE, OHIO 

Delaware, Ohio, Oct. 28, 1912. 

Gentlemen — I write to advise you that we are well pleased 
with our door and window screens furnished by you for our 
new house. I also wish to state that all of your representa- 
tions of the kind and quality of the screens we have found 
to be entirely true. If we are referred to by anyone wanting 
door and window screens we will not hesitate to recommend 
you as a reliable concern. Yours sincerely, 

E. M. Wickham. 



Other Delaware References 



Delaware Co. Infirmary 
Delta Tau Delta Chapter 
House 

Sigma Chi Chapter House 



R. E. Johnson 
Miss Florence Swisher 
Carnegie Library 
Frank Hessnauer 



FROM MARION 

Marion, Ohio, Nov. 8, 1912. 

Gentlemen — I am very glad to add my endorsement to your 
already large list of users of the Yardley screens. Your 
screens are strongly built and especially easy of adjustment, 
and in every way, after four years’ use, I find those installed 
at my home in perfect condition and good for many more 
years of service. I am willing to commend your product to 
all persons desiring the best screen at an extremely reasonable 
price. 

Believe me, gentlemen, very sincerely, M. L. Dumble. 
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Marion, Ohio, Nov. 8, 1912. 

Gentlemen — We are pleased to say that the screens which 
you furnished for our new Sanatorium last spring have proven 
satisfactory in every way. We wish to thank you very kindly 
for the personal interest you have taken in the work. The 
men are now putting on the weather stripping, and judging 
from every appearance it also will prove up to every promise 
that you made for it. We trust that the pleasant relations 
which have existed between your firm and ourselves will long 
continue. 

With best wishes, we remain, very truly yours, 

Drs. C. E. & Carl W. Sawyer. 



Other Marion Endorsers 



W. L. Warner 
A. M. Young 
C. M. Coonrod 



Marion Co. Children’s Home 
Home for the Aged 





YARDLEY 



RESIDENCE OF GEO. B. SCOFIELD, Marion, Ohio. 

Marriott, Allen & Hall, Architects, Columbus, Ohio. 

SCOFIELD, DURFEE & SCOFIELD, 

Law Office 

Marion, Ohio, Nov. 7, 1912. 

Gentlemen — It is now about one year that I have occupied 
my residence equipped by you. As you are aware, I have a 
west exposure, and during last winter that side of the house 
was just as comfortable as any other portion. 

Very truly, Geo. B. Scofield. 



THE CITIZENS SAVINGS AND LOAN CO. 

Mansfield, Ohio, Oct. 29, 1912. 

Gentlemen — Your firm having screened and weather- 
stripped every outside door and window in my new residence, 
I am pleased to advise you that I have found your work satis- 
factory, and to add that I found you more than anxious to 
correct promptly and without additional cost oversights on 
my part in contracting. 

With best wishes, I remain, yours truly, 



RESIDENCE OF F. T. BRISTER, Mansfield, Ohio. 



Fred T. Bristor. 
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Mansfield, Ohio, Oct. 24, 1912. 

Gentlemen — It may be pleasing for you to know that I ob- 
tained very satisfactory results in economizing fuel and 
keeping my house warm, through the use last winter of the 
Metal Weather Strip which you placed on the windows of my 
residence. Yours very truly, C. K. King. 



Other Mansfield References 



C. V. Berry 

Citizens Savings Bank 
C. C. Lindsley 
Charles Nimon 



L. A. Peck 
LeRoy Parsons 
A. L. Wilkinson 



ASHLAND TESTIMONIALS 




ASHLAND HOSPITAL, Ashland, Ohio. 
F. L. Packard, Architect, Columbus, O. 



THE ASHLAND HOSPITAL ASSOCIATION 

Ashland, Ohio, Oct. 24, 1912. 

Gentlemen— We are pleased to say that the door and window 
screens with which you fitted our new Samaritan Hospital are 
entirely satisfactory in every particular. The window strips 
are of the same high class, both in material and workmanship. 
We feel that you have more than performed your contract and 
we thank you for courtesies extended. 

Yours very truly, 

The Ashland Hospital Association. 

M. Minamyer, Sec’y* 
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RESIDENCE OF J. C. STUBBS, Ashland, Ohio. 

Ashland, Ohio, Oct. 24, 1912. 

Gentlemen — Your company fitted my residence completely 
with Screens and Weather Strips in a manner wholly satisfac- 
tory. I commend your good workmanship, promptness and 
fair dealing. You may confidently refer to me. 

Yours truly, J. C. Stubbs, 

Vice President of the Southern Pacific Company and of the 
Union Pacific R. R. Co., Retired. 




RESIDENCE OF J. C. MYERS, Ashland, Ohio. 



F. E. MYERS & BRO. 

Ashland, Ohio, Nov. 8, 1912. 

Gentlemen — In regard to the screens placed on my residence, 
I am pleased to say that the selection of your screens was 
made after considerable shopping and careful comparison with 
other screens, and that I have been more than satisfied with 
the results of my determination to use your screens, which I 
feel were superior to anything that was presented to me. 

Yours very truly, J. C. Myers. 
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Ashland, Ohio, Oct. 24, 1912. 

Gentlemen — We are pleased to advise that the weather 
strips, screens and ventilators installed by your in our office 
building are entirely satisfactory in every particular and we 
regard them as indispensable. Yours very truly, 

Dr. Hess & Clark. 

Per M. Minamyer. 



Other Ashland References 



W. L. Althouse 
F. E. Harris 
George Hildebrand 
C. D. Myers 
T. W. Miller 
W. D. Otter 



O. J. Powell 
George Sonner 
J. W. Thomas 
W. C. Stillzer 
Union Hardware Co. 



REFERENCES FROM AKRON, OHIO 

Akron, Ohio, Oct. 23, 1912. 

Gentlemen — The screen windows and doors you put up tor 
me were perfectly satisfactory and I take pleasure in recom- 
mending your work. E. W. Barton, M. D. 



Akron, Ohio, Nov. 9, 1912. 

Gentlemen — Have for some time wanted to tell you how 
pleased we are with the window and door screens received 
from you in the spring. Workmanship and material are cer- 
tainly all that could be desired, and your men were also very 
considerate and careful in putting them on. 

Respectfully, Geo. S. Dales. 



Akron, Ohio, Oct. 25, 1912. 

Gentlemen — The new window and door screens you recently 
made for my new residence have been hung in place and are 
second to none in appearance, material and workmanship. 

I take great pleasure in recommending your screens. 

Yours very truly, 

The Akron Storage & Contracting Co. 

Geo. Crisp, President. 
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RESIDENCE OF B. C. HOLWICK, Canton, Ohio. 



CANTON REFERENCES 

Canton, Ohio, Oct. 23, 1912. 

Gentlemen — I enclose photograph of my home, which you 
equipped with screens and weather strips. I am glad to say 
that your goods and work have been very satisfactory. This 
is the second job you have done for me. 

Yours truly, B. C. Holwick. 



Canton, Ohio, Oct. 2, 1912. 

Gentlemen — Referring to the Door and Window Screens 
which you fitted my house with nearly three years ago, would 
say that they have given perfect satisfaction and I can cheer- 
fully recommend them. Need I say more? 

Very respectfully yours, 

515 W. Lake St. Mr. and Mrs. Samuel E. Barr. 



Canton, Ohio, Oct. 24, 1912. 

Gentlemen — The screens you furnished for my home at 
Mount Marie are entirely satisfactory. They are well made 
and very easy to install, and after having used them for two 
seasons 1 am convinced that they will give satisfaction to 
any user of the screens. Very truly yours, 

Jas. D. Barry. 



Other Canton Endorsers. 



W. H. Brockius 
Homer Duble 
Jos. A. Hurford 
L. B. Hartung 
Dr. F. S. Manchester 
S. C. Nusley 



Dr. H. P. Pomerine 
J. P. Pollitski 
J. L. Todd 
A. J. Underhill 
Dr. H. E. Worstle 
J. A. Young 
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RESIDENCE OF B. W. EDWARDS, Warren, Ohio. 
Howard & Merriam, Architects. 



THE WARREN CITY TANK & BOILER CO. 

Warren, Ohio, Oct. 25, 1912. 

Gentlemen — I am well pleased with the screens that you 
furnished, as they are giving the best of results and are 
all that I could ask. Yours very truly, 

B. W. Edwards. 



Steubenville, Ohio, Oct. 22, 1912. 
Gentlemen — I am pleased to advise that the screens pur- 
chased from you several years ago have given perfect satis- 
faction. Yours truly, A. C. Lewis. 



Steubenville, Ohio, Nov. 9, 1912. 
Gentlemen — I have been using your door and window 
screens for the past four years, and I believe with ordinary 
care that they will last a lifetime. Yours truly, 

D. F. Vorhees. 



Other Steubenville References 



Harry M. Bates 
Robert Freudenberger 
Edwin Fisher 



Mrs. Harris 
Mrs. J. C. Smith 
Wm. Freudenberger 
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RESIDENCE OF MISSES MARTHA AND ELIZABETH 
STEVENSON, “Park Place," Circleville, Ohio. 

REFERENCES IN CIRCLEVILLE 

“Park Place,” Circleville, Ohio, Oct. 31, 1912. 
Gentlemen — Your screens and weather strips have given 
perfect satisfaction. Enclosed find check for ten ($10.00) 
dollars for window screens. Yours very truly, 

Elizabeth Stevenson. 



Circleville, Ohio, Oct. 26th, 1912. 

Gentlemen — Having used your screens in my house built 
four years ago, I am pleased to state that they have given 
entire satisfaction. 

I am now building a new home in this city, and expect to 
take up the matter of furnishing it with your screens in a 
short time. Very truly yours, I. N. Abernethy. 



Other Circleville References 



E. A. Brown 
Mrs. B. T. Dreisbach 
Dr. W. A. Holman 

A. D. Newman 
Mark Barrett 

B. H. Rader 



W. K. Salter 
N. E. Thomas 
J. G. Wilder 
Dr. W. L. Peters 
H. Fritz 
W. H. Pontius 
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RESIDENCE OF DR. H. R. BROWN, Chillicothe, Ohio. 
Frank L. Packard, Architect, Columbus, Ohio. 



CHILLICOTHE TESTIMONIALS 



Chillicothe, Ohio, Jan. 5, 1909. 

To Whom It May Concern: 

Last summer I had installed in my residence a complete 
system of weather strips by Yardley & Co. of Columbus, Ohio, 
and they have given eminent satisfaction in every way their 
manufacturers claim. The cost of heating has been materially 
reduced, and they are very efficient in keeping out dust and 
cold air. The reduction in the cost of heating a house in which 
they have been placed will pay for them in two seasons. 

Very respectfully yours, 

85 S. Paint St. H. R. Brown. 



Chillicothe, Ohio, Oct. 25, 1912. 

Gentlemen — I am pleased, indeed, to add a word of com- 
mendation to the many letters of approbation you have already 
received. The door and window screens supplied by your firm 
for St. Peter’s Parsonage give perfect satisfaction. They are 
exceptionally well made and reasonable in price. 

The work you have done for me and many others in this 
city warrant my statement that all who deal with you will 
receive more than fair treatment. Very truly yours, 

M. A. Heintz. 



Chillicothe, Ohio, Nov. 8, 1912. 

Gentlemen — Referring to the screens with which you 
equipped my dwelling house in April, 1912, I am pleased to 
express my entire satisfaction with the material and work- 
manship. Yours very truly, A. W. Hamill. 
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RESIDENCE OF DR. C. W. MILLS, Chillicothe, Ohio. 

Chillicothe, Ohio. 

Gentlemen — The strips and screens you put in for me have 
been very satisfactory and I recommend them whenever I can 
to my friends. Wishing you success, I am, 

Sincerely yours, C. W. Mills, D. D. S. 



Chillicothe, Ohio, Nov. 8, 1912. 

Gentlemen — Replying to your inquiry regarding the Weather 
Strip and your Door and Window Screens, desire to say that 
both have been used on most of my buildings and have given 
universal satisfaction. 

I had my home fitted with both the Weather Strip and the 
Screens, and take pleasure in recommending both as a neces- 
sity to any building. Yours very truly, 

John Schweitzer. 



Chillicothe, Ohio, Nov. 14, 1912. 
Gentlemen — Some years ago your company equipped The 
Chillicothe Hospital throughout with screens and weather 
strips. This equipment has been entirely satisfactory in every 
respect. Yours very truly, Samuel M. Veail, 

Treasurer. 



Chillicothe, Ohio, Jan. 4, 1909. 

Gentlemen — The screens and weather strips which you 
placed in my house three years ago have given perfect satis- 
faction. The screens keep out insects and the metal strips 
keep out the cold and dust and reduce the fuel bill. What 
more could I ask? Yours truly,. F. L. Gibbs, M. D. 
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Other Chillicothe References 



W. E. Evans 
H. E. Holland 
Mrs. T. I. Murphy 
Walter S. Story 
Charles Herman 
Frank Marzluff 
R. H. Jackson 
W. L. Roche 
Central National Bank 
P. J. Blosser 
Walter J. Sears 
R. M. Allen 
C. J. Baader 
Mrs. M. V. Briggs 
William Breil 
N. A. Barnhart 
J. P. Brenig 
H. C. Claypool 
Mrs. O. E. DeWeese 
Chillicothe Hospital 



W. F. Gunther 
Wilby Hyde 

A. B. Howson 

B. H. Kathe 
M. L. Lynch 

Dr. L. P. Lansdale 
Dr. Mills 
Elmer McCormick 
Addison Mitchell 
A. Studer 
Albert Scholl 
Joe & Anna Stauder 
Mrs. L. W. Vetters 
J. I. Vance 
W. Woodrow 
J. L. Westhoven 
George Wooster 
William Zercher 
Rob Tomlinson 



Lancaster, Ohio, Sept. 17, 18908. 
The Yardley Screen & Weather Strip Co., of Columbus, 
Ohio, furnished the door and window screens for my house 
built five years ago and they have proven satisfactory. 

A. A. Danison. 



Lancaster, Ohio, Sept. 22, 1908. 
Gentlemen — The door and window screens you placed on 
my house the spring of 1907 have given perfect satisfaction. 
No complaints to make. Respectfully yours, 

John A. Mayer. 



Other References in Lancaster 



C. S. Thimmes 
Dr. C. E. Reese 
George Steinman 
Miss Flora Williard 



A. F. Mowery 

St. Mary’s R. C. Church 

Rev. J. B. Mattingly 
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RESIDENCE OF D. S. WILLIAMS, Portsmouth, Ohio. 



Portsmouth, Ohio, Oct. 27, 1912. 
Gentlemen — We installed the Yardley Screens and Weather 
Strips in our new home, and find they have proved very satis- 
factory in every way. Very truly, 

1215 Fourth Street. Mrs. D. S. Williams. 



Adam Geisler 
S. L. Rice 

Dr. H. A. Schirrman 
J. P. Schaffer 
M. W. Selby 
A. C. Thompson 
Albert Wurster 
George Apple 



Mt. Sterling, Ohio, Oct. 23, 1912. 

Gentlemen — Having equipped our new home in the spring 
of 1911 with your Door and Window Screens, I am glad to 
say we are very much pleased with them. My front door 
screen, from necessity being quite large and heavy, has stood 
up and held its shape perfectly. 

I can certainly recommend your screens to give entire 
satisfaction. Respectfully yours, 

Harry G. Beale. 



D. W. Conroy 
H. S. Grimes 
W. B. Altsman 
William Briggs 
A. H. Bannon 
Dr. D. A. Berndt 
J. W. Bannon, Jr. 
Louis H. Distel 



Other Mt. Sterling Endorsers 



Board of Education 
O. N. Bostwick 
O. J. Ray 



H. O. Bostwick 
Mrs. J. W. O’Day 
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South Charleston, Ohio, Nov. 25, 1912. 

Gentlemen — I have used the Yardley screens on “The 
Houston Inn,” “The Houston Bank,” South Charleston, Ohio; 
also on my summer home “Houstonia” and on the residence 
of Miss Elissa J. Houston, Springfield, Ohio, and find them 
to be the cheapest and most satisfactory screens of any I have 
ever used. Respectfully yours, F. B. Houston. 



Other South Charleston References 

Coss & Hicks D. R. Rankin 

Houston Hotel Co. L. H. Yeazell 

Houston Bank 



Washington C. H., Ohio, Oct. 23, 1912. 

Gentlemen — Some two years ago I bought of you screens 
for windows as well as screen doors for the new residence 
I erected in this city, and from experience I believe you have 
the screen question solved. I find your system of numbering, 
removing and being able to replace each, just where it be- 
longs, complete and perfect. 

In addition to good work, your treatment of me has always 
been courteous and honest, and it is a pleasure to recommend 
your firm and its work. 

Trusting this may be of some aid to you, I remain, 

Yours respectfully, Frank A. Chaffin. 



Washington C. H., Ohio, Nov. 21, 1912. 
Gentlemen — Will say that the screens put in for me three 
and one-half years ago are giving me very good satisfaction. 
As to the weather strip, will say it is a great protection 
against dust and cold air. Yours truly, Ray Maynard. 



Other Washington C. H. References 



A. F. Hopkins 


Mrs. A. V. Marchant 


B. Hess 


Mary H. Passmore 


A. R. McCoy 


M. E. Church 


F. P. Karney 


R. H. Sites 


Wm. Campbell 


Noah Smith 


V. J. Dahl 


Harvey Smith 


Frank M. Allen 


Wert Shoop 


J. H. Anderson 


Parker Wood Mfg. Co. 


J. S. Cockerill 


F. P. Sites 


W. S. Dial 


Roy Hagler 


J. C. Hendrich 


A. F. Hopkins 


G. W. Inskeep 


Frank Perrill 


C. W. Lewis 
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RESIDENCE OF J. R. VEST, Huntington, W. Ya. 

FROM HUNTINGTON, WEST VIRGINIA 

Huntington, W. Va. 

Gentlemen— I am so well pleased with the weather strips 
and screens which you put in my building that I can’t refrain 
from writing you. In the first place, it was done in the best 
workmanlike manner, and saves me at least one-half the gas 
bill each month, and it is absolutely dust-proof. 

Yours truly, 

522 Seventh St. Jos. R. Vest. 



EMMONS APARTMENTS, Huntington, W. Va. 

Huntington, W. Va., Oct. 24, 1912. 

Gentlemen — Referring to your make, “The Yardley Fly 
Screen.” The full size for windows hinged from the top, 
which you installed in my apartment, I find after two sum- 
mers’ service gives universal satisfaction and are good for 
many years’ service. I know of nothing better. 

Yours truly, A. S. Emmons, 

* . Emmons Apartments. 
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Huntington, W. Va., Oct. 24, 1912. 
Gentlemen — I find your screens perfectly satisfactory in 
every way. I would not do without them. 

Respectfully, J. S. Davis. 



Huntington, W. Va., Nov. 1, 1912. 
Gentlemen — The screens you placed on my house in 1910 
have given excellent satisfaction, and they are fully as good 
as you recommended them to be. Yours truly, 

J. T. Graham. 



Others in Huntington are F. S. Garland and Sherman Roach. 



Charleston-on-Kanawha, W. Va., Oct. 31, 1912. 
Gentlemen — I wish to inform you that the installation of 
the screens in my house about two years ago have given entire 
satisfaction and I can heartily recommend the same. 

I remain, yours truly, Joseph Schwab. 



ENDORSEMENTS FROM BRAMWELL, W. VA. 




RESIDENCE OP COL. W. H. THOMAS, Bramwell, W. Va. 
Frank L. Packard, Architect, Columbus, Ohio. 



Bramwell, W. Va., Oct. 28, 1912. 

Gentlemen — Replying to your favor of the 21st inst., I have 
no objection at all to your using my name in connection with 
a proposed catalog that you are about to issue. You have 
my authority to say that your job of screen and weather 
stripping has given me perfect satisfaction, and you are at 
liberty to refer prospective customers to me. It will be a 
pleasure to recommend your work to anyone needing window 
screens or weather stripping. 

I enclose herewith a postal card picture of my home. 

Yours truly, W. H. Thomas. 
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RESIDENCE OF HON. EDWIN COOPER, Bramwell, W. Va. 

MILL CREEK COAL AND COKE COMPANY 

Bramwell, W. Va., Nov. 9th, 1912. 

Gentlemen — I can cheerfully recommend to the public your 
screens and weather strips. We had our house furnished 
throughout by your company and your work was done in a 
first-class manner in every respect, and the screens have kept 
the flies out in the summer and the weather strips have kept 
the cold out in the winter. Very truly, Edw. Cooper, 



Other Bramwell references are: Bryant Pharmacal Co., 

A. G. Kiser, and Percy J. McElroth. 




RESIDENCE OF W. E. SIMMS.. 

Spring Station, Kentucky. 

Richards, McCarty and Bulford, Architects. 
Screens and Weather Strips Furnished by Yardley. 
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RESIDENCE OF THOMAS GATTS, Moundsville, W. Va. 



GATTS & GRAY 

Manufacturers and Dealers in Lumber of All Kinds 

Moundsville, W. Va., Nov. 4, 1912. 

Gentlemen— We are very much pleased with our screens and 
after four years’ usage they are in excellent condition. Will 
mail you a photograph of the house last of this week, as we 
have to have one finished for you. Respectfully, 

Thomas Gatts. 



Also B. F. Hodgman, Moundsville, W. Va. 



Camp Perry, Ohio, Sept. 19, 1907. 

Gentlemen— I take pleasure in informing you that the 
screen work put in by your firm at the Club House of the Ohio 
State Rifle Association, Camp Perry, Ohio, is a first-class job 
in every respect, and the work was completed at the time 
specified in the contract. I will be glad to say a good word 
for your firm whenever opportunity presents itself. 

Very respectfully, W. H. Duffy, 

Mgr. O. S. R. A. Co. 



Other References in Camp Perry 

Ohio State Rifle Assn. Co. New Mess Hall 
Club House Barracks Houses 
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Logan, Ohio, Oct. 1, 1908. 

Gentlemen — The screens you put up for my new house on 
East Second Street two years ago are very satisfactory and I 
can recommend your house to anyone needing such goods. 

Yours very truly, F. S. Case. 



Also Charles A. Keynes, Logan, Ohio. 



Wellston, Ohio, Sept. 30, 1908. 
Gentlemen — The screens furnished us three years ago have 
been in constant use and have given entire satisfaction. They 
have never rusted nor broken. Too much cannot be said about 
your weather strips. They are all they are represented. 

Yours respectfully, 

503 Vermont Ave. B. L. Stephenson. 



Other Wellston References 



M. Greenburg 
Frank Loudner 
T. J. Morgan 



Dr. F. S. Scott 
J. Goddard 
M. E. Church 



Jackson, Ohio, Sept. 24, 1908. 

Gentlemen — Would wish to say that I have used door and 
window screens manufactured by you for the last three years, 
and they have given perfect satisfaction, and were I needing 
screens again I would surely give you the order. I can most 
cheerfully recommend your screens. Yours very truly, 

I. I. Parry. 



Other Jackson References 



C. F. Steele 
Jas. D. Whitman 
Frank Hewing 
Ruf Leather Co. 



L. W. French 
Dr. W. E. Williams 
H. Holberg 
H. Stevenson 
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OTHER REFERENCES 



ASHLAND, KY. 

Ashland Leather Co. 

T. J. Sweaney 
R. M. Taylor 
Geo. H. Ward 

ASHVILLE 

Dr. G. R. Gardner 
O. A. Peters 
W. M. Wright 
Wm. M. Miller 

ATHENS 

Chas. P. Kircher & Co. 
Geo. L. Fenzel 
Alex. Nelson 
C. R. Walker 

BARBERTON 
O. C. Barber 

BREMEN 

Bell & Bell 
Bremen Bank Co. 

A. V. Hoeing 
W. W. Larimer 
H. M. Shelhamer 

BLOOM1NGBURG 
J. D. Rogers 

BLUEF1ELD, W. VA. 
Sidney M. Bernard 

BUCYRUS 
A. C. Neff 

Mrs. Elsie M. Malcolm 

BR1GGSDALE 

A. deVennish 
Irving Briggs 
Merton Briggs 
Clark Allen 
Theo. Hart 



J. B. McKinley 
C. Woodrow 

CARROL 

Sam Bachman 

CHARLESTON, W. VA. 

J. W. Alexander 
Mrs. J. L. Ambler 
Wallace Knight 
J. W. Perry 
W. B. Donnelley 

CANAL WINCHESTER 

Ben Gayman 
Dr. J. D. King 

E. C. Chaney 

ELYRIA 

Crisp & Kaetin 
J. C. Crisk 

F. S. Miller 

FALLS MILLS, VA. 

Louis Carr 

Dr. J. M. Shepard 

FAYETTEVILLE, W. VA. 

A. W. Hamilton 
E. B. Hawkins 

G. C. McIntosh 
S. L. Walker 

FLINT 

E. P. Edmonds 
W. R. Pomerine 

GAHANNA 

W. W. Fisher & Co. 

GALENA 

Fred D. Miller 
E. J. Slough 
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GROVEPORT 

L. B. Carruthers 
Carruthers & Williams 
Alfred Herr 
Jas. Newman 
J. W. Sims 
J. G. Schleppi 
Levi Sims 

HARPSTER 

Dwight Fowler 
Mrs. C. Sears 

HEBRON 

H. D. Burch 

C. A. Pence 

E. Puffer 
J. F. Swisher 

B. L. Hawke 

HILLSBORO 
Daniel Morgan 
H. J. Schweinsberger 

IRONTON 

C. L. Helwig 
Roy Mascarr, Jr. 

W. H. Nigh 

KINGSTON 

D. W. Baldoser 

D. H. Bresback 

LONDON 

H. E. Cartzdafner 
S. W. Bonner 
Murray & Boyd 
S. L. Turner 
Richard Cover 
D. B. Warner 
Edward Armstrong 
L. H. Williams 

LIMA 

Thos. R. Jones & Son 

LUCASVILLE 

Board of Education 



MALTA 

R. K. Brown 
T. E. Dunnington 

MT. GILEAD 
W. H. Sames 

MARSHALL, TEXAS 

Methodist Missionary Home 

MONTGOMERY 
M. J. Sims 

MARTINS FERRY 
Chas. Reisbach 

NELSONVILLE 
C. A. Cable & Co. 

PICKERINGTON 
Mrs. A. Bowers 

PRINCETON, W. VA. 

R. W. Vermillion 

REYNOLDSBURG 

S. M. Evans 

C. S. Graham 

D. L. Graham 
S. Hichman 
John Henderlick 
Hadley 

James Link 
John Oldham 

F. C. Perkins 

E. W. Rodebaugh 
Dr. J. B. Dysart 
Wilson Rush 
Milton Strahl 

J. J. Endlows 

PATASKALA 

G. S. Smith 

RICHWOOD 

E. A. Schambs 
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RUSHVILLE 
J. W. Lewis 

SPRING STATION, KY. 
W. E. Simms 

SPRINGFIELD 

Miss Mary Baldwin 

J. J. Hoppes 

Warren James 

W. A. Myers 

C. T. McGilvery 

Ohio Electric R. R. Co. 

Edgar Sands 

Rev. E. C. Dinwiddie 

I. O. O. F. Home 

SABINA 

F. A. Thornhill 

SANDUSKY 
John Mertz 

SUNBURY 

Sunbury Creamery Co. 
Mrs. Nina Stark 

URBANA 

Mrs. D. W. O’Brien 



WESTERVILLE 

Carnegie Library 
J. C. Vincent 
P. A. Baker 
D. M. Cupp 
Bank of Westerville 
Tom Dempsey 
H. Krag 

Mrs. A. J. Nothstine 
Dr. H. H. Russell 

WILLIAMSPORT 
Harry J. Dunlap 

WILMINGTON 
Tom Doyle 

WORTHINGTON 

T. D. Burt 
Dr. Johnson 
D. C. Jones 
G. H. Pagels 
Edwin Stripmatter 

WHEELING, W. VA. 
Wm. H. Nickison 

WEST JEFFERSON 
D. W. Howard 
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